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COLLEGE BUILDINGS 

MAIN CAMPUS 


1. College Center 

Offices of: 

Vice President for 
College Advancement 
Alumnae /i & Parent Relations 
Annual Giving 
College Relations 
Art Studios and Exhibit Hall 
Computer Laboratories 
Counseling, Career Development 
& Placement Services 
Media Center 
Model Classroom 
Romita Auditorium 
H.W. Taylor Institute for 
Entrepreneurial Studies 
TV Studio 
Ursuline Institute 

2. Dining Hall 

Cafeteria 

College Bookstore 
Safety and Security Office 

3. Library 

Offices of: 

Vice President for 
Student Services 
Student Life 
Library Exhibit Hall 
Library Lecture 
Archives 

4. Chidwick Hall 

Offices of: 

Dean & Faculty, Graduate School 
Education Center 
Mail Center 

5. Science Hall 

6. Rogick Life Sciences 

7. Maura Hall* 

Central Receiving 
Print Shop 

8. St. Theresa 

Learning Support Services 

9. Brescia Hall* 

10. Guest House 


11. Castle 

Offices of: 

President 

Senior Vice President for 
Academic Affairs 
Dean & Faculty, School of 
Arts & Sciences 
Castle Gallery 

12. Chapel 

Holy Family Chapel 
Offices of: 

Dean & Faculty, School of Nursing 

13. Ursula Hall* 

14. Administration Center 

Offices of: 

Vice President for Financial Affairs 

Admission 

Bursar 

Financial Aid 
Registrar 

15. St. Anne 

Office of Cross Currents: 

Religion and Intellectual Life 
Office of Internal Research 

17. Angela Hall* 

Learning Center for Nursing 

18. Newman Hall 

Office of the Dean, 

School of New Resources 

19. Notre Dame Hall, 

School of New Resources 

20. Chelsea Hall, 

School of New Resources 

21 . Health Center 

22. Sports Building 

Gymnasium 
Swimming Pool 
Blue Angel Spa 

24. 59 Leland Ave. 

* Student Residences 

A, B, C, D Parking Areas 
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BUILDING NAME College Center 


CURRENT USE 

Art Studios, Auditorium, Computer Labs, Exhibit Space, Offices, 
Ursuline Institute 


MAIN FUNCTIONS AND DEPARTMENTS 


Art Studios 
Computer Laboratories 
Counseling, Career 
Development & 
Placement Services 
Language Laboratory 
Media Center 
Model Classroom 
Music Rooms 


Offices: Vice President for College 
Advancement 

Alumnae/i & Parent Relations 
Annual Fund 
College Relations 
Grants 

Romita Auditorium 
H. W. Taylor Institute for 
Entrepreneurial Studies 
TV Studio 
Ursuline Institute 


DEDICATION DATE 1960 REDEDICATED 1988 

SIZE 

Gross area 71,800 sq. ft. 

PRESENT CONDITION 

Remodeled in 1988 to update the Auditorium and to add a Lobby, 
Computer Laboratories, a TV Studio, Exhibition Space, and new 
classrooms and offices. 

HANDICAPPED ACCESS 

Ground-level entrance with one elevator serving all floors. 
DEFERRED MAINTENANCE 

Stone pointing, window replacement, roof repair, and heating, 
ventilation and air conditioning system overhaul are needed. 
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COLLEGE CENTER 

(1) 


ORIGINAL PURPOSE 

Xavier was dedicated to Mother Xavier Fitzgerald, O.S.U., 
College Registrar from 1915 to 1950. The building was originally 
designed to serve the College Administration and the Fine Arts 
Department. 


ARCHITECTS: E. L. Kirby & F. Gaetner of Starrett & Van Vleck 
1988 Renovation - Anthony Pucillo 
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BUILDING NAME Mother Augustine Gill Dining Hall 
CURRENT USE 

Kitchen and College Food Service, Offices 

MAIN FUNCTIONS AND DEPARTMENTS 
Book Store Safety & Security Offices 

Commuter Students Lounge Student Services Offices 
Dining Facilities 

DEDICATION DATE 1949 

SIZE 

Gross area 41,957 sq. ft. 

PRESENT CONDITION 

Safety & Security Offices added in 1988; windows replaced in 1981. 

HANDICAPPED ACCESS 
Ground-level entrance, ramp to street. 

DEFERRED MAINTENANCE 

Stone pointing, roof repair, electrical distribution, kitchen equip- 
ment, and furniture replacement are needed. 
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MOTHER AUGUSTINE GILL DINING HALL 

(2) 


ORIGINAL PURPOSE 

Designed to serve as a dining hall, the building was named in honor 
of Mother Augustine Gill, O. S. U., a co-foundress of the College. 

ARCHITECTS Voorhees, Walker, Foley & Smith 
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BUILDING NAME Mother Irene Gill Memorial Library 
CURRENT USE 

Classrooms, College Archives, Library, Offices 

MAIN FUNCTIONS AND DEPARTMENTS 
Archives Exhibit Space 

Campus Ministry Office Lecture Hall 

CLP-HEOP Office Library 

DEDICATION DATE 1938 

SIZE 

Gross area 44,054 sq. ft. 

PRESENT CONDITION 

Alumnae Room renovated in 1989; some carpeting was replaced 
on part of the main floor and the stairs were carpeted. 

HANDICAPPED ACCESS 
Elevator to floors, restricted use. 

DEFERRED MAINTENANCE 

Roof and gutter work, electrical distribution and interior cosmetic 
work are needed. 
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MOTHER IRENE GILL 
MEMORIAL LIBRARY 

(3) 


ORIGINAL PURPOSE 

The building was named to honor Mother Irene Gill, O. S. U., 
who founded the College of New Rochelle in 1904. 

ARCHITECTS: Voorhees, Walker, Foley & Smith 
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BUILDING NAME Chidwick Hall 


CURRENT USE 

Graduate School, Classrooms, Offices 

MAIN FUNCTIONS AND DEPARTMENTS 
Offices: 

Dean of the Graduate School 

Program Directors 

Staff 

Education Center 
Mail Center 

DEDICATION DATE 1908 
SIZE 

Gross area 23,314 sq. ft. 

PRESENT CONDITION 

First and ground floors renovated in 1979. Two classrooms on the 
third floor are functional; the Auditorium is not usable. 

HANDICAPPED ACCESS 
Access to ground floor. 

DEFERRED MAINTENANCE 

Roof and third floor work, brick pointing, electrical distribution, 
heating, ventilation and air conditioning upgrading are needed. 


12 



CHIDWICK HALL 

(4) 


ORIGINAL PURPOSE 

Originally known as the Gymnasium- Auditorium, the building was 
renamed in 1935 to honor Rt. Rev. John P. Chid wick, hero-chaplain 
of the battleship The Maine during the Spanish- American War and 
third President of the College (1923-1935). Chidwick Hall was the 
College's first classroom, gymnasium, and auditorium building. 


ARCHITECT: Arthur G. C. Fletcher 
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BUILDING NAME Science Hall 


CURRENT USE 

Chemistry and Physics Classrooms, Laboratories 

MAIN FUNCTIONS AND DEPARTMENTS 
Chemistry and Physics Facilities 
Faculty Offices 

DEDICATION DATE 1926 

SIZE 

Gross area 14,968 sq. ft. 

PRESENT CONDITION 

The interior of the building is in need of upgrading. 
HANDICAPPED ACCESS 

Ground floor accessible through the Rogick Life Sciences Building. 
DEFERRED MAINTENANCE 

Roof, stone pointing, electrical service and distribution, lab renova- 
tion, interior cosmetic improvements, exhaust system work, and 
panic devices are needed. 
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SCIENCE HALL 

( 5 ) 


ORIGINAL PURPOSE 

Science laboratories, lecture hall, and classrooms. 


ARCHITECTS: Talbot Hamlin & H. McGill 



BUILDING NAME Rogick Life Sciences 
CURRENT USE 

Science Classrooms, Lecture Room, Laboratories 

MAIN FUNCTIONS AND DEPARTMENTS 
Biology and Psychology Departments 
Faculty Offices 

DEDICATION DATE 1969 

SIZE 

Gross area 19,490 sq. ft. 

PRESENT CONDITION 

Public space painted in 1990, some roof and stone work completed. 
Building leaks during heavy rain. 

HANDICAPPED ACCESS 
Street-level access, elevator to all floors. 

DEFERRED MAINTENANCE 

Roof, stone pointing and heating, ventilation and air conditioning 
system overhaul are needed. 
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ROGICK LIFE SCIENCES 

( 6 ) 


ORIGINAL PURPOSE 

Erected to house the Life Sciences Departments, the building was 
named to honor Dr. Mary Dora Rogick, internationally renowned 
scholar and biology professor who taught at the College from 
1935 to 1964. 


ARCHITECTS: Belfatto & Pavarini 


BUILDING NAME Maura Hall 


CURRENT USE 
Residence Hall 

MAIN FUNCTIONS AND DEPARTMENTS 
Central Receiving Print Shop 

Housekeeping Office Residence Hall 

Physical Plant Office 

DEDICATION DATE 1913 

SIZE 

Gross area 46,520 sq. ft. 

PRESENT CONDITION 

Interior recently painted; ballroom access project completed in 1990. 

HANDICAPPED ACCESS 

Ramp to ballroom, street access to print shop. 

DEFERRED MAINTENANCE 

Roof, stone pointing, electrical service and distribution, heating 
system and interior cosmetic improvements are needed. 
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MAURA HALL 

( 7 ) 


ORIGINAL PURPOSE 

First residence hall for students. 


ARCHITECTS: H. K. Murphy & R. H. Dana; R. Hume, Assoc. 
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BUILDING NAME St. Theresa 


CURRENT USE 
Learning Support Services 

MAIN FUNCTIONS AND DEPARTMENTS 
Student Support Services 

SIZE 

Gross area 1,992 sq. ft. 

PRESENT CONDITION 

The building is in good condition. 

HANDICAPPED ACCESS 

No easy access. Steps up from sidewalk provide access 
to first floor only. 

DEFERRED MAINTENANCE 

No capital improvements needed at this time. 
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ST. THERESA 

( 8 ) 


ORIGINAL PURPOSE 

Purchased in July 1944 by the College for use as a student residence, 
the building also functioned as Spanish House-headquarters for 
student residents majoring in Spanish. St. Theresa's has served also 
as a faculty residence and a classroom facility. 
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BUILDING NAME Brescia Hall 


CURRENT USE 
Residence Hall 

MAIN FUNCTIONS AND DEPARTMENTS 
Residence Hall 

DEDICATION DATE 1926 

SIZE 

Gross area 44,456 sq. ft. 

PRESENT CONDITION 

Some roof work completed in 1990. Interior painted in 1988-89. 

HANDICAPPED ACCESS 
No easy access. 

DEFERRED MAINTENANCE 

Roof repair, stone pointing, water lines, electrical service and 
distribution, heating system, interior cosmetic work are needed. 
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BRESCIA HALL 

(9) 


ORIGINAL PURPOSE 

Student residence hall. The name is taken from the city in northern 
Italy which is the site of the foundation of the Company of St. Ursula 
by Angela Merici in 1535. The original structure was completed in 
1921; the South Wing was completed in 1925 and the North Wing in 
1926. Brescia Hall was recognized in the February 1927 issue of 
American Architect. 


ARCHITECTS: Murphy & Dana; Talbot Hamlin & Henry McGill for 
the later additions 
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BUILDING NAME Guest House 


CURRENT USE 
Guest Housing 

MAIN FUNCTIONS AND DEPARTMENTS 
Director's Apartment 
Guest Rooms 

SIZE 

Gross area 1,750 sq. ft. 

PRESENT CONDITION 

Director's apartment painted in 1990; guest rooms in need 
of upgrading, carpet, etc. 

HANDICAPPED ACCESS 
None. 

DEFERRED MAINTENANCE 
Roof repair, interior cosmetic. 
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GUEST HOUSE 

55 Leland Avenue 

( 10 ) 


ORIGINAL PURPOSE 

Originally purchased as a student residence in 1956, the building 
was known as St. Cecilia's. 
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BUILDING NAME Leland Castle 


CURRENT USE 

Art Exhibit Space, Faculty of Arts & Sciences Offices, Offices for 
College Administration and for School of Arts and Sciences Admini- 
stration, Parlors for Receptions and College Events 

MAIN FUNCTIONS AND DEPARTMENTS 

Castle Gallery Offices: President 

Formal Reception Area Senior Vice President for 

Academic Affairs 
School of Arts & Sciences, 
Dean and Faculty 

BUILT IN 1859 
SIZE 

Gross area 35,951 sq. ft. 

PRESENT CONDITION 

The interior is in fairly good shape although the building suffers 
from water damage after heavy rains. 

HANDICAPPED ACCESS 
Lower-level access, elevator to most floors. 

DEFERRED MAINTENANCE 

Roof, stone pointing, electrical distribution, heating, ventilation and 
air conditioning, exterior painting, plumbing lines need upgrading. 
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LELAND CASTLE 

( 11 ) 


ORIGINAL PURPOSE 

Construction of the Castle began in 1855, and was completed in 1859. 
The Castle served as a vacation home for Simeon Leland, a wealthy 
New York hotelkeeper. The Castle and surrounding area were 
purchased in 1897 by the Convent of St. Theresa. A south wing and 
a north wing were added in 1899 and 1902, respectively. In 1973 it 
ceased being an Ursuline Convent and was renovated for its present 
use. In 1976, Leland Castle was placed in the National Register of 
Historic Places. 


ARCHITECT: W. T. Beers 
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BUILDING NAME Chapel 


CURRENT USE 

Holy Family Chapel, Administrative Offices for the School of 
Nursing, Residential Apartment, Concerts, Convocations 

MAIN FUNCTIONS AND DEPARTMENTS 

Formal College Functions Offices: School of Nursing, 

Religious Celebrations Dean and Faculty 

DEDICATION DATE 1923 

SIZE 

Gross area 15,040 sq. ft. 

PRESENT CONDITION 

Renovations took place in 1930, 1953-54, and 1960. An extensive 
renovation was completed in 1984. 

HANDICAPPED ACCESS 

Access to School of Nursing area from sidewalk. Access to chapel 
through Castle parlor. 

DEFERRED MAINTENANCE 

Roof, stone repair, electrical distribution, and heating, ventilation 
and air conditioning upgrading are needed. 
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CHAPEL 

( 12 ) 


ORIGINAL PURPOSE 

Built in "English Collegiate Gothic" style, the Chapel, dedicated to 
the Holy Family, serves the religious and spiritual needs of faculty, 
staff and students. 


ARCHITECT: R. H. Dana, Jr. 
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BUILDING NAME St. Ursula Hall 


CURRENT USE 
Residence Hall 

MAIN FUNCTIONS AND DEPARTMENTS 
Residence Hall 

DEDICATION DATE 1963 

SIZE 

Gross area 33,437 sq.ft. 

PRESENT CONDITION 

St. Ursula Hall is in need of renovation - updating of interior 
is necessary. 

HANDICAPPED ACCESS 
Ramp from sidewalk to first floor. 

DEFERRED MAINTENANCE 

Stone pointing, window replacement, electrical distribution, 
heating, ventilation and air conditioning, interior cosmetic work, 
and updating of fire protection system are needed. 
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ST. URSULA HALL 

(13) 


ORIGINAL PURPOSE 

Student residence hall. The building was named after St. Ursula, the 
patroness of the Ursuline Order. The south wing was withdrawn 
from residence use in 1986. 


ARCHITECTS: Voorhees, Walker, Smith, Smith & Haines 
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BUILDING NAME Administration Center 


CURRENT USE 
Administrative Offices 

MAIN FUNCTIONS AND DEPARTMENTS 
Offices: Admission Vice President for 

School of Arts & Sciences Financial Affairs 

School of Nursing Bursar 

Financial Aid Registrar 

DEDICATION DATE 1987 

SIZE 

Gross area 16,718 sq. ft. 

PRESENT CONDITION 
Renovation completed in 1987. 

HANDICAPPED ACCESS 

Elevator to all floors, steps up from street. 

DEFERRED MAINTENANCE 

Roof and gutter repair, and window replacement are needed. 
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ADMINISTRATION CENTER 

(14) 


ORIGINAL PURPOSE 

The south wing of St. Ursula Residence Hall was renovated in 1987 
to serve as an administrative center. 


ARCHITECT: Anthony M. Pucillo 
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BUILDING NAME St. Anne 


CURRENT USE 

Headquarters for the Association for Religion and Intellectual Life 

MAIN FUNCTIONS AND DEPARTMENTS 
Offices: Association for Religion and Intellectual Life 
Miscellaneous Administrative Offices 
Office of Internal Research 

SIZE 

Gross area 2,724 sq. ft. 

PRESENT CONDITION 

The interior of this building is in fine shape. Air conditioning 
was installed in 1989. 

HANDICAPPED ACCESS 
Steps up from street level. 

DEFERRED MAINTENANCE 

No capital improvements needed at this time. 
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ST. ANNE 

226 Liberty Avenue 


ORIGINAL PURPOSE 

Purchased by the College in 1954, St. Anne has been used as a 
student residence and for administrative offices. 




BUILDING NAME Angela Merici Hall 

CURRENT USE 
Student Residence Hall 

MAIN FUNCTIONS AND DEPARTMENTS 
Residence Hall 

School of Nursing Learning Center 
DEDICATION DATE 1958 
SIZE 

Gross area 33,005 sq. ft. 

PRESENT CONDITION 

Minor roof and stone repair recently completed. This building is 
in relatively good condition. 

HANDICAPPED ACCESS 
Access to first floor from street level. 

DEFERRED MAINTENANCE 

Roof, stone pointing, kitchen renovation, window replacement, 
heating, ventilation and air conditioning, interior cosmetic work, 
bathroom exhaust venting, and electrical distribution upgrading 
are needed. 
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ANGELA MERICI HALL 

( 17 ) 


ORIGINAL PURPOSE 

Residence for senior students. Angela Merici Hall is named in honor 
of the foundress of the Ursuline Order, St. Angela Merici. 


ARCHITECTS: Starrett & VanVleck 
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BUILDING NAME Newman Hall 


CURRENT USE 

Administrative Offices for the School of New Resources 

MAIN FUNCTIONS AND DEPARTMENTS 
Office of the Dean, School of New Resources 

SIZE 

Gross area 3000 sq. ft. 

PRESENT CONDITION 

This building was renovated in 1981. A new boiler was added at 
that time. The building needs a cosmetic overhaul on the interior, 
carpet, etc. 

HANDICAPPED ACCESS 
Steps up from sidewalk 

DEFERRED MAINTENANCE 

Roof repair, exterior painting, caulking, etc., are needed. 
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NEWMAN HALL 

(18) 


ORIGINAL PURPOSE 

Purchased in 1943 for a student residence and named after John 
Henry Cardinal Newman, English scholar and preacher, Newman 
became the center for Campus Ministry and the chaplain's residence 
in the early 1970's, and Office Center for the School of New 
Resources in the late 1970's. 
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BUILDING NAME Notre Dame Hall 


CURRENT USE 
School of New Resources 

MAIN FUNCTIONS AND DEPARTMENTS 
Administrative Offices of the School of New Resources, 

New Rochelle Campus 
Classrooms 

SIZE 

Gross area 4,397 sq. ft. 

PRESENT CONDITION 

There are a number of leaks throughout the building. Rear porch 
greenhouse needs attention. 

HANDICAPPED ACCESS 
Steps up from sidewalk 

DEFERRED MAINTENANCE 

Roof repair, interior cosmetic work, alleviation of water problem 
on lower level, and landscaping are needed. 
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NOTRE DAME HALL 

(19) 


ORIGINAL PURPOSE 

Purchased in 1941 for a freshman student residence and for the 
Child Study Center serving the Psychology Department. In the 
early 1970's, Notre Dame began to serve as the administrative 
headquarters for the School of New Resources. 
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BUILDING NAME Chelsea Hall 


CURRENT USE 
School of New Resources 

MAIN FUNCTIONS AND DEPARTMENTS 

Administrative Offices 

Classrooms 

SIZE 

Gross area 7,530 sq. ft. 

PRESENT CONDITION 

Interior is in need of refurbishing - painting, furniture, etc. 
The roof leaks during heavy rain. 

HANDICAPPED ACCESS 
Steps up from sidewalk. 

DEFERRED MAINTENANCE 

Roof, boiler replacement, porch repair, and interior cosmetic 
work are needed. 
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CHELSEA HALL 

( 20 ) 


ORIGINAL PURPOSE 

The house and property originally belonged to early film star Francis 
Wilson, who entertained many of the famous theatrical people of the 
era in his home. In later years it was the locale for several scenes in 
"The Million Dollar Mystery," one of the first serial motion picture 
thrillers produced by the Thanhauser Corp., which had studios in 
New Rochelle. Purchased in 1918 for a student residence, Merici 
Hall, it included the carriage or caretaker’s house and land around 
both structures. First residents were students of the Merici School for 
Girls; in 1920, the college students moved in. In 1943, Ursulines from 
across the United States, Canada and Mexico began to use it as the 
House of Studies. In 1968 the name was changed from Ursuline 
House of Studies to Chelsea. In 1970 a group of students and faculty 
piloted the Living /Learning Experience in Chelsea, and in 1972, 
Chelsea Hall began to house New Resources services. 
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BUILDING NAME Health Center 


CURRENT USE 
Student Health Services 

MAIN FUNCTIONS AND DEPARTMENTS 

Offices of Health Services 

Registered Nurse's and Physician's Offices 

SIZE 

Gross area 1,834 sq. ft. 

PRESENT CONDITION 

Minor interior renovation completed in 1990. New roof 
added in 1986. 

HANDICAPPED ACCESS 
Step up from street level 

DEFERRED MAINTENANCE 
Window replacement needed. 
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HEALTH CENTER 

239 Liberty Avenue 

(21) 


ORIGINAL PURPOSE 

Purchased in 1918 with the Wilson property, the building became the 
Infirmary for the college students. 
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BUILDING NAME Sports Building 

CURRENT USE 
Sports Facility 

MAIN FUNCTIONS AND DEPARTMENTS 
Athletic Department Offices Gymnasium 

Blue Angel Spa Pool 

Dance Room 

DEDICATION DATE 1932 
SIZE 

Gross area 37,132 sq. ft. 

PRESENT CONDITION 

A portion of the roof was replaced in 1989. This building is in dire 
need of renovation. 

HANDICAPPED ACCESS 
Stairs up from street level. 

DEFERRED MAINTENANCE 

Roof replacement, pointing, lintel replacement, skylight repair, area 
dehumidifier, electrical service and distribution, brick work, interior 
cosmetic work, boiler and oil tank replacement are needed. 
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SPORTS BUILDING 

(22) 


ORIGINAL PURPOSE 

Facility for athletic activities. The Sports Building is an acknowledged 
example of Art Deco architecture. 


ARCHITECT: Henry J. McGill 
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BUILDING NAME 59 Leland Ave. 


CURRENT USE 
Residence 

MAIN FUNCTIONS AND DEPARTMENTS 

Residence of the Associate Vice President for Academic Affairs 

SIZE 

Gross area 1,750 sq. ft. 

PRESENT CONDITION 

The boiler was replaced in 1989; the house is in good repair. 

HANDICAPPED ACCESS 
Steps up from the street. 

DEFERRED MAINTENANCE 

Roof and porch repair, plumbing lines, and painting are needed. 
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59 LELAND AVENUE 

(24) 


ORIGINAL PURPOSE 

Purchased by the College in 1956 for a student residence known as 
St. Catherine's. 
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BUILDING NAME 103 Liberty Ave. 

CURRENT USE 
Residence 

MAIN FUNCTIONS AND DEPARTMENTS 

Residence of the Senior Vice President for Academic Affairs 

SIZE 

Gross area 2,484 sq. ft. 

PRESENT CONDITION 

Interior cosmetic work was done in 1989, and plumbing lines were 
replaced in 1990. 

HANDICAPPED ACCESS 
Steps up from street. 

DEFERRED MAINTENANCE 

Exterior work needed: roof repair, painting/siding, and 
landscaping. 
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103 LIBERTY AVENUE 


ORIGINAL PURPOSE 

The house was bought by the College in 1981. 
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SCHOOL OF NEW RESOURCES 
CAMPUSES 
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SCHOOL OF NEW RESOURCES 
CAMPUS ADDRESSES 


New Rochelle Campus 

School of New Resources 
College of New Rochelle 
New Rochelle, New York 10805 
914-654-5528 

District Council 37 Campus 

College of New Rochelle 

District Council 37 

125 Barclay Street 

New York, New York 10007 

212-815-1710 

Co-op City Campus 

College of New Rochelle 
950 Baychester Avenue 
Bronx, New York 10475 
212-320-0300 

South Bronx Campus 

College of New Rochelle 
332 E. 149th Street 
Bronx, New York 10451 
212-665-1310 


New York Theological Seminary 
Campus 

College of New Rochelle 

New York Theological Seminary 

5 West 29 th Street 

New York, New York 10001 

212-689-6208 

Brooklyn Campus 

College of New Rochelle 
Restoration Plaza 
1368 Fulton Street, 2nd Floor 
Brooklyn, New York 11216 
718-638-2500 

Rosa Parks Campus 

College of New Rochelle 
144 West 125th Street 
New York, New York 10027 
212-662-7500 
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CAMPUS School of New Resources 
DC 37 Campus 


CURRENT USE 

Bachelor of Arts Degree and Related Programs 

MAIN FUNCTIONS 
Administrative and Instructional 
Staff Offices 
Classrooms 
Computer Lab 

SIZE 

Gross area 6,200 sq. ft. 

PRESENT CONDITION 
While adequate, the space is in need of upgrading. 

HANDICAPPED ACCESS 

Space is accessible to the handicapped. 

DEFERRED MAINTENANCE 

Space needs to be reconfigured. Computer room update needed. 
Furniture needed throughout. 


Access to DC 37's 
Educational Fund 
Library and Conference 
Facilities 
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SCHOOL OF NEW RESOURCES 
DC 37 CAMPUS 

125 Barclay Street 
New York, NY 10007 


ORIGINAL PURPOSE 

This campus provides a learning center for trade unionists to explore 
life and career needs within a liberal arts framework. The relation- 
ship between the union and the College of New Rochelle represents 
a unique venture in higher education. 

The Campus opened in September 1972 with an evening program, 
added a morning program for members of the DC 37 Retirees 
Association and other union members in 1975, and an afternoon 
program for New York City Board of Education Family Service 
Paraprofessionals in 1977. 
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BUILDING NAME School of New Resources 
Co-op City Campus 

CURRENT USE 

Bachelor of Arts Degree and Related Programs 

MAIN FUNCTIONS 
Administrative and Instructional 
Staff Offices 
Bookstore 
Classrooms 
Computer Lab 

SIZE 

Gross area 12,000 sq. ft. 

PRESENT CONDITION 
Space recently painted and carpeted. While adequate at present, as 
the campus grows more space will be needed. 

HANDICAPPED ACCESS 
Space is accessible. 

DEFERRED MAINTENANCE 

Total interior renovation needed. Exterior roof and site work needed. 


Conference Room 
Learning Skills Center 
Photography Lab 
Reference Library 
Student Lounge 
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SCHOOL OF NEW RESOURCES 
CO-OP CITY CAMPUS 

950 Baychester Avenue 
Bronx, NY 10475 


ORIGINAL PURPOSE 

The Co-op City Campus is located at 950 Baychester Avenue in 
Co-op City, the largest apartment complex in the country. This 
campus opened in September of 1973 and provides services to 
students from Co-op City, the Northeast Bronx, Queens, and 
Long Island. 
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CAMPUS School of New Resources 
South Bronx Campus 


CURRENT USE 

Bachelor of Arts Degree and Related Programs 


MAIN FUNCTIONS 
Administrative and Instructional 
Staff Offices 
Bookstore 
Classrooms 
Darkroom 

Learning Skills /Language Lab 
SIZE 

Gross area 21,000 sq. ft. 
PRESENT CONDITION 


Library and Gallery /Exhibit 
Space 

Media Center 
Meditation Room 
20-Station Computer Center 
Student Lounge 


Renovation completed in February 1991. 

HANDICAPPED ACCESS 
Space is accessible. 


DEFERRED MAINTENANCE 
None noted. 
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SCHOOL OF NEW RESOURCES 
SOUTH BRONX CAMPUS 

332 E 149th Street 
Bronx, NY 10451 


ORIGINAL PURPOSE 

The South Bronx Campus opened in 1978 as an extension site. In 
January 1979, the Board of Regents established the campus as the 
first and only four-year liberal arts degree program for adults in the 
South Bronx. In the Spring of 1991, the Campus moved to its new 
location at 332 East 149th Street. 
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CAMPUS School of New Resources 

New York Theological Seminary 

CURRENT USE 

Bachelor of Arts Degree and Related Programs 

MAIN FUNCTIONS 
Administrative and Instructional 
Staff Offices 
Classrooms 
Computer Lab 

SIZE 

Gross area 4,700 sq. ft. 

PRESENT CONDITION 
Space is adequate, recently painted. 

HANDICAPPED ACCESS 
Space is accessible. 

DEFERRED MAINTENANCE 
Some reconfiguration needed. New furniture and upgraded com- 
puter room needed. 


Use of the Seminary's 
Library and Conference 
Facilities 
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SCHOOL OF NEW RESOURCES 
NEW YORK THEOLOGICAL SEMINARY 

5 West 29 th Street 
New York, NY 10001 


ORIGINAL PURPOSE 

The New York Theological Seminary Campus opened in September 
of 1977 for members of the religious community at the Seminary. It 
was established as a campus in June of 1980. Students are primarily 
ministers and workers in small parishes throughout the New York 
metropolitan area. 




CAMPUS School of New Resources 
Brooklyn Campus 

CURRENT USE 

Bachelor of Arts Degree and Related Programs 

MAIN FUNCTIONS AND DEPARTMENTS 
Administrative and Instructional Conference Room 

Staff Offices Learning Skills Center 

Bookstore Reference Library 

Classrooms Student Lounge 

Computer Lab 

SIZE 

Gross area 12,000 sq. ft. 

PRESENT CONDITION 

Recently painted, space is inadequate for current demands. 

HANDICAPPED ACCESS 
Steps up from street. 

DEFERRED MAINTENANCE 

Space needs to be reconfigured: furniture and upgraded computer 
room needed. Bookstore needs to be expanded. 
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SCHOOL OF NEW RESOURCES 
BROOKLYN CAMPUS 

Restoration Plaza 
1368 Fulton Street 
Brooklyn, NY 11216 


ORIGINAL PURPOSE 

The Brooklyn Campus was designated an extension site in 1980, a 
center in 1983, and a campus in 1985. The Campus is located in 
Restoration Plaza in Bedford Stuyvesant, a hub of community 
activities with the Center for Art and Culture, Art Gallery, Dance 
Theater, and the Billie Holiday Theater. 
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CAMPUS School of New Resources 
Rosa Parks Campus 

CURRENT USE 

Bachelor of Arts Degree and Related Programs 

MAIN FUNCTIONS 
Administrative and Instructional 
Staff Offices 
Bookstore 
Classrooms 
Learning Skills Center 

SIZE 

Gross area 10,100 sq. ft. 

PRESENT CONDITION 
Renovation of the 5th floor completed in 1987. 

HANDICAPPED ACCESS 
Space is accessible. 

DEFERRED MAINTENANCE 

Fourth floor needs upgrading, furniture, etc. 


Multi-media Center/ 
Computer Lab 
Reference Library 
Student Lounge 
TV Studio /Editing Room 
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SCHOOL OF NEW RESOURCES 
ROSA PARKS CAMPUS 

144 West 125th Street 
New York NY 10027 

ORIGINAL PURPOSE 

The Rosa Parks Campus opened as an extension site in the Spring of 
1980 and was named a center in 1985. It was designated a campus 
and named in honor of Rosa Parks in the Spring of 1987. The Cam- 
pus is located in the landmark Studio Museum in Harlem and 
provides access to the cultural riches of the Harlem Community. 
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